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ORIGIN AF-06 

INFO OCT-OI ISO-00 AID-05 DODE-00 IGA-OI EB-07 CIAE-00 

INR-07 NSAE-00 L-02 COME-00 /029 R 

DRAFTED BY AE/EPS:ESEGALL/AE/C:RKPYLE:MB 
APPROVED BY AF/EPS - ROBERT B. DUNCAN 
AID/AER/EM: LWATLINGTON (INFO) 

AID/AFR/DP - JGOVAN (INFO) 

USAF/DSA - LT. COL. TUCKER(SUBS 

052720 

P I6I628ZAPR75 

FM SECSTATE WASHDC 

TO AMEMBASSY BUJUMBURA PRIORITY 

UNCLAS STATE 086840 

E.O. 11652: N/A 


TAGS: EAID 

SUBJECT: SPECIAL SELE-HELP - COLD STORAGE FACILITIES 

REE: (A) BUJUMBURA 214; (B) KAEUPERAVHEELER LETTER OF 
MARCH 19 

1. ACCORDING TO DEFENSE SUPPLY AGENCY ESTIMATES, COST OF 
SHIPPING REFRIGERATION UNITS REETEL A AS FOLLOWS: FSN 
4110-731-3247 (600 CU. FT.) OVERLAND TRANSPORT DOLS. 175 

AND OCEAN SHIPPING DOLS. 360 FOR TOTAL DOLS. 535 TO DAR 
ES SALAAM. (NOTE: LAST FOUR DIGITS OF SERIAL NUMBER IS 
3247 NOT RPT NOT 3274 AS NOTED EMBASSY REETEL A.) OTHER 
REERIGERATION UNIT, FSN 41 10-731-3258 (4,000 CU.FT.) OVER- 
LAND TRANSPORT DOLLARS 600 AND OCEAN SHIPPING DOLS. 2,860 
FOR TOTAL DOLS. 3,520 TO DAR ES SALAAM. 

2. USAF RESPONSE (WHEELER/TUCKER) TO QUESTIONS POSED IN 
REE. B AS FOLLOWS: 
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QUOTE: YOUR ASSUMPTIONS OE COOLING AND FREEZING STATUS 
ARE CORRECT. REFRIGERATOR UNIT FOR 600 CUBIC FOOT BOX CAN 
BE ADJUSTED TO OPERATE ON ANY DEGREE EROM ZERO TO 37 
DEGREES. 
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QUESTION 1 - DIMENSIONS OE 600 CU. FT. BOX; LENGTH 

8 ET. 1 INCH, DEPTH 12 ET. 9 5/8 INCHES, HEIGHTH 7 ET. 

5 3/4 INCHES. DIMENSIONS 4,000 CU. ET. BOX LENGTH 54 ET. 

9 INCHES, DEPTH 12 ET 9 5/8 INCHES, HEIGHT 7 ET. 5 3/4 
INCHES. 

QUESTION 2 - BOXES ARE DISASSEMBLED. EACH PANEL WILL 
BE APPROXIMATELY 46 INCHES WIDE BY 7 3/4 ET. LONG AND CAN 
BE SHIPPED VERY EASILY ON EREIGHT CARS. 

QUESTION 3 - ENTRY DIMENSIONS ARE APPROXIMATELY 34 
INCHES WIDE BY 6 1/2 FT. HIGH. DESIGN OE THESE PANELS 
DOES NOT ALLOW ENTRY OE OVERHEAD LOADING RAILS. 

QUESTION 4 - THERE ARE NO SPECIEIC REQUIREMENTS EOR 
MOUNTING BOXES IN EXISTING SLAUGHTERHOUSE. 

QUESTION 5 - REERIGERATOR UNIT CAN NOT BE MOUNTED ON 
TOP OP REERIGERATOR BOXES. 

QUESTION 6 - NO SPECIAL EQUIPMENT EOR INSTALLING WILL 
BE REQUIRED, HOWEVER, SOME KNOWLEDGE OF REFRIGERATORS 
WILL BE REQUIRED EOR INSTALLING AND MAINTAINING THIS 
EQUIPMENT. TECHNICAL MANUAL IS PURNISHED WITH EACH UNIT. 

QUESTION 7 - UNITS THAT WILL BE SUPPLIED WILL PULL 
25 AMPS. SIZE AND TYPE OP CABLE EOR HOOK UP SHOULD BE 
TYPE AND SIZE PRESENTLY BEING USED FOR LOCAL 380 VOLTS 
50 HERTZ, 3 PHASE SYSTEM. 

QUESTION 8 - WEIGHT OP GENERATOR IS 6400 LBS. 198 

CU. ET. AND MANAGED BY U.S. ARMY MOBILITY EQUIPMENT 

COMMAND, ST. LOUIS, MISSOURI. ROUTING IDENTIPICATION 

CODE A- 12 INSTALLATION AND MAINTENANCE SPECIPICATIONS 

WILL BE FURNISHED WITH GENERATOR. SINCE OUR COMMUNICATIONS 

LAST SUMMER WITH ROBERT E. TYNES, THE 4,000 CU. ET. REPRI- 
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GERATOR NSN 41 10-00-731-3258 IS NOW MANAGED BY U.S. ARMY 
MOBILITY EQUIPMENT COMMAND, ST. LOUIS, MISSOURI. ALSO, 

UNIT PRICED AT TIME OP TRANSFER TO A-12 WAS DOES. 14,740, 
THEREPORE THIS ITEM AND GENERATOR WOULD HAVE TO BE RE- ;; 
QUISITIONED PROM A-12. 600 CU. ET. REERIGERATOR NSN 41 10- 
00-731-3247 AND REFRIGERATOR UNIT NSN 4110-00-177-6142 
WOULD BE REQUISITIONED PROM THIS CENTER. ORDER DATA 
SHOULD BE COORDINATED WITH DEPENSE SUPPLY AGENCY, DSAH, 
CAMERON STATION, VIRGINIA. END QUOTE. 

3. PLEASE CABLE RPT CABLE ANY PURTHER QUESTIONS ON THIS 
SUBJECT TO DEPT. AP (SEGALL/PYLE) ARE IN CLOSE TOUCH WITH 
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WHEELER AND TUCKER AT USAF, DIRECTOR OF SUPPLY OPERATIONS, 

DEFENSE SUPPLY AGENCY AND TIME IS OE THE ESSENCE. KISSINGER 

UNCLASSIFIED 
« END OF DOCUMENT » 
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